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ABSTRACT 


The paper presents the results of studies of abnormal conditions in a switched 
reluctance drive (SRD) due to failures in control algorithms. It discusses one 
of the most common control algorithms for these drives without the use of 
sensors, which is simple and easy to configure. The practical application of 
this algorithm of control showed that various anomalous phenomena could 
occur in it, expressed, for example, in a sharp increase in the amplitude of the 
phase current of the motor, and violation of the switching mode. The reasons 
for these phenomena are not evident and hard to analyze due to the non- 
linearity of this drive. To identify these causes and search for measures to 
eliminate them, we used simulation in the environment of 
MATLAB/Simulink. The adequacy and effectiveness of the application of 
the developed simulation models we confirmed by a comparison of the 
simulation results and the full-scale experiment on real equipment. 
Theoretical studies and simulation results are in good agreement with the 


experimental results. 
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1. INTRODUCTION 

Among the problems solved during the design of the electric drive, one of the most important is the 
determination of the permissible deviations of the values of its parameters and control signals from their 
calculated values, at which it maintains its working capacity. By working capacity, we understand the ability 
of an electric drive to implement the required laws of change in its adjustable coordinates (torque and speed) 
with the maximum permissible deviations established in the technical documentation for its design. All other 
modes of its operation are abnormal, which, in addition to the violation serviced by the electric drive of the 
technological process, in the most severe cases can lead to emergencies. For traditional electric drive 
systems, a lot of literature is devoted to these issues, for example [1]-[4] and others. The switched reluctance 
drive (SRD), which has been rapidly developing in recent years [5]-[8], has a number of specific features, 
therefore, the issues of eliminating the abnormal modes of its operation require special study. Among the 
possible reasons for the abnormal operating modes of the SRD within the framework of this paper, we restrict 
ourselves only to the reasons associated with failures in control algorithms. 

The most specific element of these drives is a switched reluctance motor (SRM). An important 
advantage of this motor is its high reliability, which is due to its extremely simple design. An SRM has 
concentrated phase windings on stator teeth and a gear passive ferromagnetic rotor [9]-[11]. The operation of 
the SRM consists of alternately connecting its phase windings by means of an inverter to the voltage source 
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in strictly defined angular positions of the rotor relative to the stator. For this reason, in a typical version of 
SRD, we use a special rotor position sensor (PS) to determine the position of the rotor at the switching points 
of the phase windings [9]. However, we know that the presence of a real PS in the structure of the electric 
drive reduces its reliability, increases weight, dimensions, and costs [12], [13]. To date, various authors have 
developed quite a few methods for indirectly determining the position of the rotor in order to exclude PS 
from the SRD control structure [14]-[17]. Well-known sensorless control methods use parameter 
measurements of various signals in the excited or unexcited phases of SRM. In the first case, real curves of 
phase currents and voltages or reconstructed signals are usually used in a mathematical model of a drive 
operating in real-time in parallel with a real system [14], [15]. In the second case, the reaction of the 
unexcited phase to various types of test signals is analyzed in [16]. 

The main disadvantage of such a control is the difficulty of its implementation at high speed when 
the current in the functioning phase lasts almost the entire period, and there is no time for test pulses. In their 
paper, M. Ehsani and B. Fahimi [16] examined in detail the advantages and disadvantages of these and other 
control methods, as well as the trends for their further improvement. One of the most popular and widely 
known approaches of sensorless control of SRM is the method, which is known in the literature as the flux 
linkage/current method [9], [17]-[19]. In it, the phase switching position 0,,,,corresponds to the moment 
equality calculated value of flux linkage of the phase ¥,,).and its required value in the phase of switching 
position Yom, aS shown in Figure 1. The value of Y..).as a function of time tis determined from the actual 
values of the phase current [,,(t), phase voltage Uph(t), and voltage drops across active phase resistance Rph 


Fat) = Jpn t) — ph(€)Rpp|at (1) 


In the general case, the family of characteristics Yom for different values of the phase current Ton (Ct) 
and the switching positions Oom, usually called switching lines, pre-determined one way or another and 
stored as an array of numbers in the corresponding storage device of control system SRD. In practice, such 
control is generally realized by software. It is important to emphasize here that in this method of determining 
the phase switching positions of the SRM, as in any other sensorless control variant, these are determined 
indirectly by special processing of electrical signals that depend on the rotor position. Therefore, the identity 
of the sensor control and sensorless control is achievable only if well-defined additional conditions and 
restrictions are met. Hence, when these restrictions are exceeded, the working capacity of the electric drive is 
violated. 
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Figure 1. Determination of the switching position of the SRM (@on — switching — on position, Ocom- 
switching positions, Omax — full aligned position stator and rotor teeth) 


The author of this paper has set himself the goal of showing with a specific example that even when 
using a version of the SRD sensorless control that 1s simple from the point of view of physical interpretation, 
various non-obvious anomalous phenomena, and drive malfunctions can occur. To do this, the author 
conducted a detailed analysis of the features of the control algorithm under consideration and identified the 
most characteristic causes that could lead to its failures. Given the specifics of SRD, a tool for research in the 
form of simulation models is justified, a brief description of the given experimental equipment. After that, the 
research results and their analysis are presented, which allow us to identify the physical causes of the 
occurrence of abnormal phenomena. Based on this, relevant recommendations and conclusions are drawn. 
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2. FEATURES OF CONSIDERED SENSORLESS CONTROL SRD 

Figure 2 presents the functional scheme of the SRD block generating a signal of the position of the 
rotor with the considered algorithm of sensorless control. In it, the comparator K determines the switching 
position when the signals Yeal (i Ocom) and Yom (Dr Ocom) are equal. The flux linkage Yeac 1s calculated 
based on the real values of I h(t) and U,,(t), as well as the values of the scaling coefficients of the 
algorithm: by voltage Ky, current K;, and phase resistance Kp 


YeacCt) = [Ku Upn(t) = K;Krlpn(t)Rpn lat (2) 


When using a direct sensor induced in the phase of the EMF, or with full /,,Rp, compensation, the 
current value of Yea depends on only one coefficient by EMF - Kg: 


W ac = J KpEdt, (3) 


Where E = (Uph — In Rpn Jis the EMF phase, the correct operation of the algorithm involves the use 
of a curve Pon (In Orom); identical to the real dependence, as well as the representation of the curves 
Y al Cow Ocom) and Poom (Dr Ocom) on one scale. In the general case, the adjustable parameters of the control 
system when setting of the SRD phases switching algorithm are the coefficients Ky, Kı, Kg (either the only 
coefficient Kg), as well as the shape of the switching line Prom (In Ocom): Without touching upon the specifics 
of choosing specific values of Ky, Kı, Kp coefficients and their connection with parameters of the SRM 
control part, we only note that they are, in essence, scale factors that determine the proportion of the 
corresponding physical quantities in the calculation procedure determining the values of Yea and Yon. By 
changing the values of these coefficients, it is possible to change the shape and scale of representation of Peale 
and Poom- 

Certainly, with the same parameters of the SRM phases, correctly determined values of the 
coefficients Ky, Kı, Kg (or only the value of the coefficient Kg) and the precisely specified shape of the 
Switching line Yoon ls Orom); the conditions for switching the SRM phases in the sensorless control variant 
do not differ from the sensor version for the same source data. Miller T. [9] presented recommendations on 
tuning this sensorless control algorithm. Violation of the above conditions leads to deviation of the 
parameters of the switching of the SRM from the set. Therefore, it is very important to establish acceptable 
limits for changes in each of these parameters of the algorithm that do not violate the normal operation of the 
SRD. 

We should note another important feature of the practical implementation of this control method. To 
avoid false alarms of the algorithm for small values of the phase currents in the switching line, a “dead zone” 
or limitation of Yeom at a certain minimum level min, was introduced, as shown in Figure 3. In the region of 
small values of phase current Jpn flux linkage is constant, 1.e. Y on = Y = const . The correct choice of the 


value of Ymin is of fundamental importance for the considered SRD control algorithm. As can you see, in the 
control algorithm under consideration there are a lot of variable parameters, on the correct choice of which its 
working capacity depends, and in case of errors, the probability of occurrence of failures and false positives 
is high [18]. However, the specific causes and mechanisms of development of these processes remain fully 
unexplored and not covered in the literature. To identify the causes of such phenomena, it is necessary to 
conduct a detailed analysis of the features of the work, the practical settings of this algorithm and to develop 
universal tools for its study with the maximum approximation to real conditions. 

Given the non-linearity of SRM, the presence of continuous and discrete signals, the mathematical 
description of the operation of the sensorless SRD control system under consideration is rather cumbersome, 
uninformative, and inconvenient for such studies [9], [10]. Therefore, when debugging and tuning this 
algorithm, it is highly desirable to have a simulation model of the drive. In order to reflect the real features of 
the considered part of the SRD control system in the model, it is advisable to make the structure of the model 
as close as possible to the structure of a real device with imitation of the logic and time sequence of work of 
its elements. The most convenient tool for this is the MATLAB mathematical package with the SIMULINK 
environment [20], [21]. 
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Figure 2. Functional scheme of the rotor position Figure 3. Real shape of switching line 
signal-generating block with sensorless control of 
SRM 


3. DESCRIPTION OF THE SRD SIMULATION MODEL 

The general principles for constructing the SRD simulation model are considered in a fairly large 
number of works, in particular, their description can be found in [22]-[25] and others. The main difference 
between the model created in the process of performing this work and the known ones is in the design of the 
SRM phase voltage generating block. A full model of the voltage-on-phase generation block with sensorless 
SRD control is shown in Figure 4. The inputs of the block receive signals: about switching position of this 
phase (port In 1); about switching the previous phase (block From 1); about the instantaneous value of the 
phase current (block From 2); about voltage power supply (block From 3). 
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Figure 4. Simulation model of the phase voltage-generating block 


The phase current limit is set by the block Gain 1. Blocks Gain 1, Sum 1, and Relay provide an 
imitation of the current-limiting mode in the motor phase [9]. The phase turns on and turns off, respectively, 
when the triggers Flip-Flop 1 and Flip-Flop 2 are triggered. The remaining blocks included in the model, 
perform auxiliary functions. To simulate the sensorless control mode, this model provides for a special 
subsystem for calculating the switching position CSP, which reproduces the mechanism described above for 
indirect determination of the position of the switching of the phase SRM. The upper part of Figure 4 shows a 
variant of building a subsystem CSP. The logic of its operation repeats the operation of a real device, the 
functional diagram of which shown in Figure 2. This block receives phase voltage, current, and pulse signals 
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to reset the integrator, which is part of it. The switching line TR Ca Ocom) is set in the form of the 
corresponding table of the Look-Up Table element settings. 

The integrator performs the calculation of the current value of the flux linkage of the phase 
o (Dn Orom) according to expressions (2) or (3). The values of the tuning coefficients of the algorithm Ku, 
Kı, Kr are set by the transmission coefficients of the elements Gain 1, Gain 2, and Gain 3. The phase 
switching signal is generated by the Relational Operator block and is transmitted to the output of Out 1 at the 
time of equality Pose (1oe, Orom) and Paid bis Orom ). To eliminate the accumulation of errors in position 
determination as well as in a real device, it is necessary to reset the integrator at the end of each phase 
switching cycle. The trigger Flip-Flop 2 generates the reset signal at the time of switching the block 
Relational Operator. 

To ensure a uniform scale of change of parameters and variables in simulation models of SRD, as 
well as to give generality to the simulation results, we used the transition to relative values. The basic value 
of the magnetic conductivity of phase is equal to its value in the coordinated position of the teeth of stator 
and rotor, 1.€., Abase = Amax. The basic values of the angular intervals of movement of the rotor, except of 
interval of switching on phase y,,, equal to the angular interval of partial overlap of the interacting teeth of 
the stator and rotor, 1.€.,Ypase = Yoverlap: The base value of the interval of switching on the phase Yon pase» 1S 
equal to the angular interval between the angle of the beginning of overlapping of the teeth Ouna; and the 
angle ©, where ©, is the angle of intersection of the continuation of the growing section of the dependence 


A(@) with the O -axis, i.e. at A(0)=0. The base voltage value is equal to the rated voltage of the motor 
Ubase = Urateg. The base values of current, torque, and speed are taken as their values at the point of transition 
of the magnetic system of the SRM from linear mode to local saturation of interacting teeth Ibase = Isat, 
where Tat 1s the current at which is begins local saturation of teeth. Thus, the base value of the interval of 
switching on the phase Yon pase, ensures the constancy of the phase current with the amplitude Zsa in the 
overlapping zone of the stator and rotor teeth at the rated voltage U;ate4 and the corresponding speed value 
Wrateq: All relative values of parameters and variables are subsequently marked with an asterisk (*). 


4. EXPERIMENTAL EQUIPMENT FOR VERIFICATION OF SIMULATION RESULTS 

To verify the simulation results and conclusions made on their basis, we used experimental SRD 
samples. These samples are an integral part of a computerized test complex for experimental studies of SRD 
with a capacity of up to 15 kW. The computer-aided test complex allows to measure up to 16 analog signals; 
automatically install and maintain a given load; automatically register fast and slow dynamic processes, 
choose the values necessary for recording, save the results of experiments in various data formats. Inverter 
with power modules BSM75GB1201 has the following parameters: power up to 15 kW, supply voltage - 380 
V, frequency - 50 Hz, power - up to 15 kW, rated current - 50A. Universal microcontroller Intel 8XC196MH. 
The experimental four-phase SRM with a rated power of 5 kW has the following main constructive 
parameters: the number of stator poles 8, the number of rotor poles 6, the outer diameter of the active part of 
the stator is 206 mm, the outer diameter of the rotor is 116 mm, and the air gap is 0.4 mm. 

To obtain current signals used in the SRD control algorithm and during test registration, the test 
complex is provided with current sensors included in each phase of the converter, in the DC link and the 
capacitive filter circuit of the converter. Current sensors are based on LEM type LT100-P Hall sensors. The 
signals from the sensors enter the current/voltage conversion board, and then to the analog inputs of the 
microcontroller and into a computerized measurement recording system. There, a signal is transmitted 
proportional to the voltage in the DC link, obtained employing a voltage sensor. 


5. RESULTS AND DISCUSSION 

We conducted the main studies on SRD simulation models, and then we compared some modeling 
results with experimental results. Given a sufficiently large variety of possible combinations of deviations of 
the parameters of the considered algorithm from the calculated values in this article, at the first stage, we 
consider the influence of only deviations the tuning coefficients of the sensorless control algorithm. 
Moreover, due to the wide variety of possible combinations of the coefficients Ky,K;, Kpwe will consider for 
a simpler case - we will consider only deviations of the coefficient Kg, which corresponds to the use of the 
signal directly by EMF under the expression (3). 

Besides, for definiteness, we conditionally assumed that the identity of the SRM control model in 
the presence of a position sensor and a mode without a sensor occurs at a coefficient Kg = 1. Then, by 
changing the values of Kp in both directions relative to this value, we can evaluate its effect on the conditions 
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of switching SRM. The error in the calculation Yeac by the signal of the EMF sensor may be due to errors in 
the corresponding sensors and intermediate converters at the input of the control microprocessor system. As 
follows from (3), the value of the coefficient Kp affects the rate of increase in time of the Yea value, which 
accordingly affects the position of the phase switching 0.,,,. As an example, in Figure 5(a) with the solid 
lines shown the curves Y=,.(O*)and Y5,,(@*) are obtained by modeling processes in the SRM at Kz = 1 
and w* = 2. In this case, the position 0*,,, is determined without error. 

From relation (2) it follows that with an increase in the value of Kp (Kg > 1), the rate of increase of 
Wr i-(90*) increases. The equality between V~,.(0*)and Y,,(0*)comes earlier, as a result of which the 
working phase of the SRM and the subsequent phase are switched on with advance. An earlier inclusion of 
the phase leads to an increase in the current in it and, accordingly, with the same shape of the switching line, 
it increases the flux linkage¥ ým. As a result, a certain new stable state of the mode of switching of the SRM 
occurs Yie = Yomwhen the position O*com is shifted by a certain phase angle Ay* a, in the direction of 
advance. This is confirmed by the flux linkage curves Y7.,.(0*) andW5,,(0*) at Kg = 1,2, shown in dashed 
lines in Figure 5 (a). We found that an overestimation of the Kz value by 20% led to an approximately 60% 
increase in amplitude of the phase current Ip (0%). 

On the contrary, it can also be seen from relation (2) that, with a decrease in the value of Kp, the rate 
of increase of Y~.,.(0*)decreases. The equality between Y7-,,.(0*) and ¥%ým(0*) comes with a delay and the 
working phase is switched off and the subsequent phase is turned on and also lags concerning the position of 
O* .om by the phase angle AY" ag Figure 5(b) by dashed lines shows the curves Y7).(0*) and Y5,,(0*) 
corresponding to this switching mode when Kg = 0,8. In the same place, for comparison, by analogy with 
Figure 5 (a), solid lines show similar curves at Kẹ = 1. In this case, the decrease in the amplitude of the 
phase current 1p (0*) is about 20%. 
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Figure 5. Displacement of the switching position 0*,,,, at (a) increasing Kg and (b) decreasing Kg 


A series of additional experiments on the SRD simulation model made it possible to determine the 
boundary values of the coefficient K,;and to clarify the behavior of the drive when going beyond these 
boundaries. As an example, Figure 6 shows the family of mechanical characteristics in the form of a 
dependence of the average value of the torque on speed T;,,(w*) for different values of the Kp coefficient for 
a view with a configuration of 8/6 with typical parameters. These characteristics reflect the basic properties 
of the SRD when the Kp changes. 

Analysis Figure 6 allows us to conclude that the SRD working area for any characteristic T,,(w*) (at 
any value of Kp) in the zone of relatively high speeds is limited by a certain maximum value of speed 
corresponding to this characteristic, which increases with increasing of value Kg. When K, < 1 and Kẹ > 1, 
the working area of the drive has a limitation in the zone of low speeds. When we go beyond the working 
area of each of the characteristics, abnormal SRD operation modes occur, which are manifested either in a 
failure of the switching mode or in a sharp surge of the phase current of the SRM. Next, we consider the 
causes of the above limitations of the working area of the SRD on its mechanical characteristics in the field 
of high and low speeds and analyze the possible development of an abnormal situation in the drive when 
leaving the working area. Figure 7 (a) shows an enlarged scale of the high-speed zone of mechanical 
characteristics shown in Figure 6. You can see that for any of the characteristics presented, the minimum 
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value of the torque does not remain constant, but changes relatively little. The simulation made it possible to 
establish that the reason for the limitations of the SRD working area in the high-speed region is the limitation 
of the switching line W mn Ocom) at the level of Prom = Ymin = const as shown in Figure 3. As soon as 
the amplitude of the phase current, decreasing with increasing speed, reaches a value at which its 
corresponding value Y*.,,, om becomes equal to ¥* nin as shown in Figure 8, the position of O*com 1S 
determined with an error in the direction of the lag of the switching position of each phase by about the 
switching position of the previous phase. As a result, the phase angle between two adjacent phases switching 
increases with each new switching cycle y* 


* 
Y com 


* 
soma y com,2’ t? 





rr* 
Tay 
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Figure 7. Fragments of mechanical characteristics T (w*) of the SRD in the zone of high (a) and low (b) 
speeds when changing the value of coefficient Kg 


The angular displacement of the switching position of the phase windings of SRM in the direction of 
delay with each new switching cycle also increases. As a result, the position of the phase switching is 
gradually shifted towards the generator mode of operation of the SRM. In the first of the phases, the 
switching cycle of which (falls into the generator mode, we observe a sharp surge of current, as shown in 
Figure 9 (a). The experimental curves of the phase currents of the SRM, shown in Figure 9 (b), confirm the 
above-described mechanism for the development of the anomalous situation in the drive in the region of high 
speeds. As can be seen, the nature of the change in phase currents obtained by modeling as shown in Figure 9 
(a) and the experimental dependence as shown in Figure 9 (b) are quite similar in appearance. To exclude 
such an abnormal mode of operation of the SRD, an appropriate choice of the value Y*,,;,. Throughout the 
entire operating range of shaft loads of SRM, the algorithm of sensorless switching of the SRM should not 
fall into the “dead zone” of the switching line. The most reliable upper estimate of Y*,;,, can be such a value 
that ensures stable switching of the view in real idle mode of the drive (the load is caused only by the total 
losses in the drive). 


Int J Pow Elec & Dri Syst, Vol. 12, No. 1, March 2021 : 88 — 98 


Int J Pow Elec & Dri Syst ISSN: 2088-8694 o 95 


The low-speed zone of characteristic T (w*) on an enlarged scale is shown in Figure 7 (b). You can 
see that at Kg values sufficiently close to unity, the mode of stable switching of the SRM is observed almost 
to zero speed. However, as the deviations of Kg values from unity increase in both directions, when the speed 
reaches a certain minimum value, switching failure occurs. Moreover, the mechanisms of development of 
abnormal situations in — SRD and their manifestation at Kg > 1 and at Kp < 1 are different. At Kg < 1, the 
position of switching the phase of the SRM phase shifts toward the delay with respect to the position at Kz = 
1. If the phase does not have time to turn off before the SRM enters the generator mode, this causes a sharp 
increase in the current in it and a switching failure (emergency mode SRD). The mechanism of transition of 
the SRD into emergency mode at Kg = 0,7 shown in Figure 10 (a) and Figure 10 (b). 
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Figure 9. Anomalous SRD mode in the high-speed zone ((a) — simulation, (b) — experiment) 


The solid lines in the figures show, respectively, the phase current curves in Figure 10 (a), as well as 
the dependencies Y%,,(0*) and ¥2,.(0*) in Figure 10 (b), at the boundary of the emergency mode at 
w* = 0,6. As can you see, the equality between Wžm(0*) and ¥~,,.(0*), on the basis of which a command is 
formed to turn off the phase current 1%,(0*) takes place in the vicinity of the agreed position of the teeth 
(close to the boundary of the transition of the SRM from motor mode to the generator operating mode [10]). 

However, with a slight decrease in speed to œ =0,58, the rate of increase in current, as well as 


Wi m(O*)and Y-.,.(0*) increase, but to a different extent. In this case, the nature of the change in the curves 
of YS,,(O*)and Yi (0*) (dashed lines) becomes such that the condition for disconnecting the phase is not 
fulfilled (there is no intersection point of these dependencies). As a result, the phase shutdown command is 
not received. The SRM goes into the zone of the generator mode with a positive voltage on phase and, as a 
result, there 1s a sharp increase in the current Tn (9*) in it as shown in dashed line in Figure 10 (a). The 
simulation showed that at Kg > 1, as the speed decreases in the stable switching mode, the ratio of the SRD 


parameters becomes such that the ¥7,,.(0*)and Y5,,(0*)curves for each phase are deformed towards their 
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approach. A situation arises in which even a slight external disturbance leads to a premature intersection of 
the Yčic(0*)and ¥%m(0*) curves and, as a result, to false phase switching of the SRM, i.e., to emergency 
mode SRD. As an example, by analogy with the previous case, we consider the operation of the SRD on the 
border of the emergency mode at K, =1,4 as shown in zone I in Figure 11. At the speed@ = 4, as can be 


seen from Figure 15, the WŽ.(0*)and ¥%m(0*) curves are closest to each other at the beginning of the phase 
switching cycle (in the vicinity of the point “a” - the breakpoint of the ¥*m(0*)curve at the level Y“, ). 


Nevertheless, we have the mode of stable switching of the SRM with the corresponding law of the change in 
phase currents. This mode corresponds to the traditional alternation of phase switching of a four-phase SRM 
- 1,2,3,4,1, ... with the same current shape 16, (0*), as shown in Figure 12 in zone I. 


Ipn(@=0,6) 





(a) (b) 


Figure 10. Illustration of the possibility switching the SRM from motor mode (a) to generator mode (b) in the 
low-speed zone 





Figure 11. Explanation of the development Figure 12. The calculated phase current curves at Kg = 1,4 
mechanism of the anomalous SRD mode in 
the low-speed zone at Kg = 1,4 


A further slight decrease in speed for any reason (for example, to w* = 0,38) leads to additional 
deformation of the curves ¥7.,.(0*) and ¥5,,(0*), and their intersection, according to which the switching 
moment is determined by the adopted algorithm, is shifted by the angular interval Ay, to the breakpoint of 
the W%,,(0*)curve (point “b” in zone II in Figure 11. This would lead to a premature switching of the 
currents [},(0") of the three of the nearest phases with a high frequency. As a result, the phase during which 
the first false switching of the algorithm occurred (“phase 2” in Figure. 12 is switched on again before the 
current lp (0*) in it has time to drop to zero from the previous switching cycle. 

The validity of the conclusions made regarding the causes and mechanism of the development of the 
anomalous SRM mode under the considered conditions can be confirmed by the experimental phase current 
I,n(t) curves shown in Figure. 13. As you can see, the nature of the change in the phase currents of the SRM 
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in this figure is close to the curves of the currents 15, (0*) in zone II in Figure 12 obtained by modeling. The 


combination of the results of modeling the behavior of the drive in the low-speed zone for Kz > land Kz < 
1 allows us to determine the lower boundary of stable switching of the SRM in the form of the dependence of 
the minimum realizable speed @min on the value of Kg, shown in Figure 14. 


I ph,A 


Omin 





25 
0 
1520 1530 1540 1550 1560 1570 mSec 
Figure 13. The experimental phase current curves at Figure 14. Lower boundary of the mode of 
Kk, = 1,4 stable switching of SRM 
6. CONCLUSION 


In the mode of sensorless control of the SRD under consideration, abnormal conditions can be 


induced by deviations in the values of the algorithm parameters-tuning coefficients and the shape of the 
switching line. With certain combinations of parameters of the sensorless control algorithm of the SRD, the 
cycle of its switching shifts toward the zone of creation of the braking torque in the mode of the generator 
with a sharp increase in the phase current. This would happen due to the accumulation of an error in the angle 
of switching on the phase of the SRM. The reason for the shift of the SRM switching cycle to the zone of 
braking torque in the regimes close to idle (no load) may be the presence of a “dead zone" introduced for 
stable operation of the algorithm in the field of small signals. With an increase in the load of the SRD, the 
main reason for the transition of the SRM to the generator mode is an unfavorable combination of scale 
factors in calculating the current value of phase flux linkage. 
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